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· PUBLIC WORKS DEPARTMENT 
PUBLIC HEALTH BRANCH 

The 23rd March , 1973 
No. 2760 -PWIII(I)/73/12631-A.-In pursuance of rule 9 (9 ) of the Haryana , Service of Engineers , 
Class II, Public Works Department (Public Health Branch ), Rules , 1966 , the Governor of Haryana , in 
consultation with Haryana Public Service Commission is pleased to declare the following officers as 
suitable for promotion to Haryana Service of Engineers, Class II (Civil), Public Works Department 
( Public Health Branch ) : - 

I - Sectional Officers 

1. Sbri Hari Krishan Grover . 
2. Shri Dev Raj Garg . 
3. Shri Pritam Chand . 
4. . Shri Har Kishan Lal. 
5. Shri Guranditta Mall , 
6. Shri Hari Krishan Sharma . 
7. Shri Vas Dev . 

8. Shri Balwant Rai . 
11 - Draftsmen 

1. Shri Hari Nandan . 
2. Shri Darshan Singh Gill . 

.3 . Shri S. L. Chotani: 
III - A . M. I. E. qualified Sectioital Officers and Draftsmell 

1. Shri . S. K. Saini. 
2. Shri Nand Lal. 
· 3 .. Shri Bansi Lal Katyal. 
4. Shri Harbans Lal Handa. 
5. Shri Bharat Bhushan .. 

6. Shri Mobinder Pal Singh . 
The inter se seniority of the above officers shall be notified later . 

L. C. GUPTA , Commissioner and Secy . 
CHIEF ENGINEER , HARYANA P.W.D., : of Haryana Public Works Department have passed 
PUBLIC HEALTH BRANCH , CHANDIGARH 

the Departmental Professional Examination ( Elect./ 
Mech . ) held from 21st November , 1972 , to 22nd 

November , 1972. 
The 26th March ; 1973 


1 


1 : Shri Dharam Vir 

Singh 


Sub - Divisional 

Engineer , Mechanical 


No: 1.3-73/4791-PH /EN . -Persuant to his 
appointment as Sub -Divisional Engineer on ad lioc 
basis 18 per Haryana Government letter No. 656 
PWIII( T) -72/2327, dated January , 1973 , Shri 
Santosh Kumar took over the charge of Public 
Health Sub - Division No. 3 , Rohtak , with effect from 
31st January , 1973 ; forenoon , relieving Shri Lal 
Chånd , Sub - Divisional Engineer , transferred .. 


2. Sliri P.R.Grover 


Sub -Divisional 
Engineer, Mcchanical 


3. Shri G , S , 

Kapoor 


Sub - Divisional 
Engineer , Mechanical 


J. L. SETHI, 


Chief Engineer, Haryana , 
P.W.D., Public Health Branch , Chandigarh . 


No. 1709.PWTTI(ASO )-73/12907.- On the suc 
cessful completion of his training Shri Randhir 
Singh Dahiya (Under Training ) was appointed as 
Sub -Divisional Engineer, Samalkha Construction Sub 
Division , with effect from 19th January , 1972 , in the 
time scale of Rs 400—30—700 /40-1,100 . 


PUBLIC WORKS DEPARTMENT 


BUILDINGS AND ROADS BRANCH 


The 27th March , 1973 
No. 1944 - PWIII(ASO ) -72 /11249. - The under 
signed officers of the Buildings and " Roads Branch 


S. K. MISRA , 

Commissioner and Secy . 


